BELL SYSTEM PRACTICES 
AT&TCo Standard 


NUMERICAL INDEX — 


DIVISION 075 


TOOLS AND MATERIALS 
(COMMON USAGE) 


MAINTENANCE, SELECTION AND USE 


1. GENERAL Section 
Number Issue 
1.01 This section provides an index of System-issued sections in Division 
075. 075-125-801 2 
1.02 A bullet (*) indicates an item that has been added or changed since 
the previous issue of the index. 
075-126-301 1 
1.03 A square indicates a canceled item. Information relating to the 
cancellation, if necessary, will be shown in a note following the item. 
Canceled items and related notes will be deleted upon reissue of the index. 075-130-301 1 
1.04 "Add" is the abbreviation for Addendum, and "Sup" is the abbreviation 
for Supplement. 
075-140-301 2 
2. LAYERS 
075-141-501 6 
2.01 This division is arranged in layers as follows: 
r A 075-143-302 1 
075-0 Indexes and Equipment Test Lists 
-1 Maintenance, Selection and Use 
075-145-301 1 
3. INDEX 
section 075-147-801 2 
Number Issue Subject saad is 
075-0 INDEXES AND EQUIPMENT TEST USTS 07519080) 
-160- 2 
. 075-000-000 39 Numerical Index — Division 075 — Tools and Oro eu-30 
M ials — | — Maint ce, 
aterials (Common Usage aintenance 075-180-701 7 
Selection and Use 
075-180-702 1 
. 075-001-011 8 ETL — Tools and Materia! 
075-1 MAINTENANCE, SELECTION AND USE 075-180-703 3 
075-110-301 1 "V" Notch Diagonal Pliers Per Specification 
6433 — Sharpening External Notches 075-180-802 1 
075-115-301 1 Aluminum Oxide Coated — Maintenance and 
Inspection 075-180-803 3 
075-120-701 4 KS-16363 L1 Wire- Wrapping Tool and Associated 
Bits and Stationary Sleeves — Requirements 075-190-501 7 
and Adjusting Procedures 
075-120-801 5 KS-16363 and KS-2 1232 Wire-Wrapping Tool 
and Associated Bits and Stationary Sleeves 075-190-811 6 
— Piece-Part Data and Replacement Procedures 
075-121-801 2 KS-16492 Wire Unwrapping Tool —Piece-Part 
Data and Replacement Procedures 
075-191-812 4 
075-121-802 4 Wire-Unwrapping Tool — Heated — KS-16450 
L1 — Piece-Part Data and Replacement 
Procedures 
075-125-701 2 Nos. 497A and 497B Tools (Portable Plug 
Cleaning Machines) — Requirements and 075-192-301 1 


Adjusting Procedures 


NOTICE 
Not for use or disclosure outside the 
Bell System except under written agreement 
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Subject 
Nos. 497A.497B and D-159798 Tools (Portable 
Plug Cleaning Machines) — Piece-Part Data 


and Replacement Procedures 


Lamp Extractor KS-21144 L1 — Description 
and Use 


B Stud Driver — Description, Operation, and 


Maintenance 
Grease and Oil Guns — Filling 
Insulating Gloves — Tests and Inspections 
Distributing Frame Bag — Care and Use 
R-3953 Cable Reel Carrier — Description and 
Use 
Wire Reels, KS-8047 — Piece-Part Data 
Wire Reel KS-21955 — Piece-Part Data 
Screwdrivers — Selection, Use and Maintenance 


Vacuum Cleaner Per KS-7507 — Requirements 


and Adjusting Procedures 
Vacuum Cleaner — KS-8389 — Requirements 
and Adjusting Procedures 


Vacuum Cleaners —KS-14377— Requirements 
and Adjusting Procedures 


Vacuum Cleaner — KS-8389 — Piece-Part 
Data and Replacement Procedures 


Vacuum Cleaners KS-14377 Type —Replacement 
Parts and Procedures 


Electric Soldering Coppers and Irons — Tests 
and _ Inspections 


KS-14582 L1 and L2 Soldering Coppers and 
KS-14768 Heat Units — Handling and 
Maintenance 


KS-8740, KS-14440,.and KS-14582 Soldering 
Coppers and KS-16346 Soldering Iron IIncluding 
KS-16368 Transformer) — Piece-Part Data 
and Replacement Procedures- 


KS-21107 11  Releaser — Piece-Part Data, 
Operation, and Maintenance 
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